Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 


Message Text 


UNCLASSIFIED 

PAGE 01 STATE 178204 

67 

ORIGIN PM-04 

INFO OCT-01 EUR- 1 2 ISO-OO SS-15 CPR-01 A-01 MED-03 INR-07 

CIAE-00 NSC-05 DODE-OO /049 R 

DRAFTED BY PM/ISO:CAPT MPASZTALANIEC:DME 
APPROVED BY PM/ISO:GCHURCHILL 
EUR/WE:HMOEN 

066885 

R 192000Z JUL76 
FM SECSTATE WASHDC 
TO AMEMBASSY ROME 

INFO COMSUBREIFITRAGRU LA M ADD AT, ENA 

UNCLAS STATE 178204 

E.O. 11652: N/A 

TAGS: SWEL 

SUBJECT: MEDICAL TREATMENT OF ITALIAN SEAMAN 

REFS: (A) ROME 9336 (DTG 090935Z JUN) 

(B) ROME 1 1312 (DTG 140948Z JULY) 

1 . DOD HAS JUST INFORMED US THAT THE KIDNEY TRANSPLANT 
REQUESTED FOR THE ITALIAN PETTY OFFICER, AND THE SCOPE 
OF THE RELATED TREATMENT UNFORTUNATELY IS NOT FEASIBLE 
AT WALTER REED ARMY MEDICAL CENTER. THE HOSPITAL HAS 

A WAITING LIST OF AUTHORIZED PATIENTS WHO ARE PENDING 
ORGAN TRANSPLANT OPERATIONS WHEN AND IF CADAVER ORGANS 
BECOME AVAILABLE. ADDITIONALLY, IT IS NOT POSSIBLE TO 
COMMIT LIMITED FACILITIES FOR THE PROLONGED AND INDEFINITE 
PATIENT CARE PERIOD REQUESTED. 

2. IF DESIRED, HOWEVER, MEDICAL EXAMINATION AND EVALUATION 
CAN BE PROVIDED AT WALTER REED. PLEASE ADVISE. 

3. DOD RESPONSE BEING POUCHED SEPARATELY. KISSINGER 
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